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PAGE 01 BONN 08437 271355Z 
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ACTION EUR- 12 

INFO OCT-01 ISO-OO DODE-OO ACDA-10 CEQ-01 CIAE-00 DOTE-OO 

EPA-04 HEW-06 HUD-02 INR-07 INT-05 L-03 NSAE-00 

NSC-05 NSF-02 OIC-02 PA-02 PM-03 PRS-01 SAJ-01 OES-05 

SP-02 SS-15 TRSE-00 USIA-15 FEAE-00 /104W 

074576 

R 271349Z MAY 75 
FM AMEMBASSY BONN 
TO SECSTATE WASHDC 0357 
INFO USMISSION NATO BRUSSELS 

UNCLAS BONN 08437 

DEPT PASS EPA FOR NANCY MYERS 

E. O. 11652: N/A 

TAGS: CCMS, SENV, ENRG, GW 

SUBJECT: CCMS: OFFICIAL PROCEEDINGS OF LOW POLLUTION 
POWER SYSTEMS DEVELOPMENT (LPPSD) SYMPOSIUM, 
DUESSELDORF, NOVEMBER 1974 

REF: BONN 06714 

1. TECHNISCHE I IRBF.R W ACHI INGSVF.RETN (TUEV) RHEINLAND 
HAS BROUGHT TO EMBASSY 150 COPIES OF BLUE-COVERED 
SOFT-BOUND DOCUMENT ENTITLED "CCMS: AIR POLLUTION 
SYMPOSIUM ON LOW POLLUTION POWER SYSTEMS - DEVELOPMENT 
NO. 33" FOR FORWARDING TO EPA. (EMBASSY IS MAILING 

148 COPIES TO EPA, C/O MYERS, VIA APO, AND RETAINING 
2 COPIES.) 

2. CONTRARY TO INFORMATION REPORTED REFTEL, VOLUMES 
DESCRIBED PARA. L CONSTITUTE COMPLETE OFFICIAL 
PROCEEDINGS OF SUBJECT MEETING. 

HILT .F.NBR AND 
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Copy: SINGLE 
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Decaption Note: 

Disposition Action: n/a 
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Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BONN08437 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 84-1 026 
From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975051 5/aaaaamwd. tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
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